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PARTIH 

Factories and Boilers Department 

NOTIFICATION 

No. T2-2074/201 l/F&B. 14tli September 2012. 

Result of Boiler Operation Engineers' Examination 2012 

The candidates with the following Registration 
Numbers are declared passed in the Boiler Operation 
Engineers Examination 2012 conducted at Rajiv Gandhi 
Institute of Technology, Pampady, Kottayam on 
14th & 15th of July 2012 (Written and Drawing 
Examination) and at National Thermal Power Corporation 
Ltd. (Rajiv Gandhi Combined Cycle Power Project), 

Kayamkulam on 7th, 8th & 9th of August 2012 (Oral and 
Practical Examination). 

Registration Numbers : 

02, 04, 05, 08, 12, 15, 17, 21, 27, 30, 39, 40, 43, 44, 45, 

46, 48, 50, 53, 56, 58, 62, 64, 67, 69, 73, 74, 97, 103, 112, 

129, 138, 139, 146, 150, 151, 153, 158, 165, 169, 173, 180, 

181, 182, 183, 193, 230, 231. 


Office of the Director of 
Factories and Boilers, 
Thiruvananthapuram. 


(Sd.) 

Secretary, 

Board of Examiners. 











